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UNCLASSIFIED 

PAGE 01 ABU DH 03002 250656Z 
ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 /031 W 

120797 250659Z/23 

R 250420Z OCT 77 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6808 
AMEMBASSY ATHENS 

UNCLAS ABU DHABI 3002 

ATHENS FOR RTDO 


Message Text 


ESO 11652: NA 
TAGS: BTIO, TC 

SUB J : FOREIGN GOVT. TENDER: WATER SUPPLY SYSTEM 


1. 520/0 1/T0008 

2. 10/23/77 

3. JENNIFER HASTIE 

4. 520 UNITED ARAB EMIRATES 

5. N 

6A. TENDER DOCUMENTS CAN BE OBTAINED FOR A NON-REFUND ABLE FEE 
OF 1000/- DHS. (DOL1 EQUALS 3.90 DH) FROM: 

6B. PURCHASING SECTION 

6C. DEPARTMENT WATER & ELECTRICITY 

P.O. BOX 219 

ABU DHABI, UNITED ARAB EMIRATES. 

TELEX: 2369 AH 

7. WED/W-39/77 

8. MONDAY NOVEMBER 21, 1977. 

9.201 

10. 9915109/0000. TENDER INVITATION READS AS FOLLOWS: 

QUOTE: GOVERNMENT OF ABU DHABI 
WATER & ELECTRICITY DEPARTMENT 
P.O. BOX 219 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 ABU DH 03002 250656Z 


ABU DHABI. 

TENDER NO. WED/W-39/77 

EXTENSION OF BEDA ZAYED & MOHD BIN BUTTI CITY 
WATER SUPPLY SYSTEM 

1 . WATER AND ELECTRICITY DEPARTMENT, GOVERNMENT OF ABU DHABI, 
INVITES QUOTATIONS FROM COMPETENT AND EXPERIENCED CONTRACTORS 
FOR SUPPLY, DELIVERY, TRANSPORT, STORING AT SITE, CONSTRUCTION 
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TESTING, DISINFECTING AND PUTTING INTO OPERATION OF WATER DISTRI- 
BUTION NETWORK AT BEDA ZAYED AND WATER MAIN FROM BEDA ZAYED TO 
MOHD BIN BUTTI CITY. 

2. THE TENDER DOCUMENTS CAN BE PURCHASED FROM THE PURCHASE 
SECTION OF THIS DEPARTMENT FOR DH 1,000/-, NON-REFUND ABLE. 

3. THE TENDERS ARE TO BE SUBMITTED IN 4 (FOUR) SETS TOGETHER WITH 
5 PERCENT BID BOND IN A SEALED ENVELOPE MARKED: 

TENDER NO. WED/W-39/77 FOR EXTENSION OF BEDA ZAYED & MOHD 
BUTTI CITY - WATER SUPPLY SYSTEM 
AND ADDRESSED TO: 

THE CHAIRMAN 

GENERAL PROJECTS COMMITTEE, 

P.O. BOX 12, 

ABU DHABI, UAE 

AND BE SUBMITTED NOT LATER THAN 10 AM MONDAY, THE 21ST NOVEMBER, 
1977. 

UNDER SECRETARY 

WATER & ELECTRICITY DEPARTMENT. UNQUOTE. 

1 1 . TO BE FINANCED FROM ABU DHABI DEVELOPMENT BUDGET. 

DICKMAN 


UNCLASSIFIED 


NNN 
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